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Subject: System i Field Modification No, 2 


Field Modification No. 2 for System { was developed to 
increase the system seneitivity. This modification kit increas»s 
the sensitivity of the system from approximately - 25 dbm to 
approximately - 56 dbm. 


Modification kits are now becoming available, and some 
have been shipped, Drawings of a new mounting bracket for 
a redesigned System { Power Supply were shipped with the 
first mod kite. Two coples of this bracket drawing are 
enclosed in order that brackats may be fitted inte the aircraft, 
The airframe people have received 4 copy of this drawing and 
have approved the installation. Because of ite simplicity, 
they request that the bracket be manufactured and fitted by 
the fleid units. 


Thie bracket consista of a single cross member located 
on the support holding the altitude control amplifier. This 
altitude control amplifier ia located above th preamp 25X1A 
and aft of the Systern 3 recorder. Two helea must also be 
added to the existing lower croas member of the altitude 
control amplifier bracket and nut plates added ae indicated 
in the enclosed drawing. 


25X1A 


Zncl. 2cys. dwg. Structure Rework for 
Power Supply Installation 
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